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THE CRAWFORD W. LONG MEMORIAL HOSPITAL 


ATLANTA, GA. 



1. ORIGINAL DAVIS-FISCHER SANATORIUM, 30 CREW 
STREET, S. W.» 1908-1909. 2. (A.) ORIGINAL BUILD¬ 

ING DAVIS-FISCHER SAN ATOR IU M, OU R PRESENT SITE. 
BUILT 1910-1911. 3. (B.) SEVEN-STORY BUILDING 

ADDITION, 1923-1924. NAME CHANGED TO CRAWFORD 
W. LONG MEMORIAL HOSPITAL ON MARCH 30, 1931. 
4. NURSES* HOME, 1940. 5. EMILY WINSHIP WOOD¬ 

RUFF MATERNITY CENTER. BEING BUILT 1941-1942. 
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